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E.O. 11652: N/A 
TAGS: OEXC, UR 

SUBJECT: EFFECTS OF IREX GRANTEE STEPHEN BATALDEN 

1. IREX INFORMED DEPT THAT BATALDEN MAILED 56 POUNDS 
ACADEMIC MATERIALS THROUGH POUCH AT CONGEN AUGUST 8 FOR 
TRANSMISSION TO U.S. AT FOLLOWING ADDRESS: 9219 KENT. AVE. 
MINNEAPOLIS, MINNESOTA 55420. REGISTRY NUMBER NOT KNOWN, 
AS WAS TO BE REGISTERED WHEN PACKAGE ARRIVED AT MOSCOW 
EMBASSY. 

2. BATALDEN REPORTS SHIPMENT NOT YET RECEIVED, ALTHOUGH 
SIMILAR MAILINGS BY OTHER IREX GRANTEES HAVE ARRIVED. 

3. REQUEST EMBASSY ADVISE ANY RECORDS OF DATE PACKAGE SENT 
REGISTRY NUMBER, AND WHETHER SENT AIR POUCH AS BATALDEN 
REQUESTED. KISSINGER 
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